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vn, 136). i to 2 c.c. of the oil are warmed with acetic anhydride
and allowed to cool; the acetic anhydride layer is then re-
moved with a pipette and treated with I drop of sulphuric
acid (specific gravity 1-53), when, in the presence of rosin oil,
a fugitive violet colour is obtained. It must be remembered
that this colour is also given by cholesterol.
Burchard's modification (Zeit. fur Anal. Chem. 1892, 90).
A few drops of the oil are dissolved in 2 c.c. of chloroform and
20 drops of acetic anhydride, and I drop of sulphuric acid are
added, when the violet colour is obtained in the presence of
rosin oil.
Bromide of tin test. Bromide of tin is prepared by adding
bromine drop by drop to metallic tin in a dry flask, during the
operation the flask is kept cold; the product is dissolved in
carbon bi-sulphide. i drop of the stannic bromide solution is
added to i c.c. of the oil, when, in the presence of rosin oil, a
violet colour is obtained.